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FROM: 

SUBJECT: 


Executive Secretary 

CIA Response to HPSCI Request 


Enclosed for your personal review and retention is 
a copy of CIA’s response on the use of the polygraph in 
security screening of applicants for staff employment.^ 
As noted in the next-to-last paragraph of the Chairman s 
letter to I l the CIA paper may be a useful 

reference when the SECOM addresses the polygraph issue 
this year. 
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